The Random Jottings of Donald Jay in Nelson in Pendle Lancashire . 


Burnley - Swan Inn Type: Haunting Manifestation 

Strange sounds have been heard around this inn, and cleaning staff have seen a figure walk into 
the men's toilet, yet never coming out 

The Swan Inn was known to be a cozy and comfortable place for travelers to rest their weary 
bones. Located in the heart of Burnley, it had been in operation for over a hundred years, 
providing a warm welcome and a hearty meal to anyone who walked through its doors. But as 
the years went by, stories began to circulate about strange happenings within its walls. 

One evening, a group of friends gathered in the pub's main bar to share stories and a pint. As the 
night wore on, the conversation turned to the rumors of the Swan Inn's haunting. Some scoffed 
at the idea, while others claimed to have heard strange sounds coming from the walls. 
Suddenly, a loud noise echoed through the pub. The patrons fell silent, staring at the ceiling and 
walls, trying to identify the source of the disturbance. But there was nothing to be seen, and the 
noise faded away as quickly as it had come. 

As the group was about to dismiss the incident as a coincidence, the cleaning staff burst into the 
room, looking pale and shaken. They claimed to have seen a figure walking into the men's 
restroom, but when they went to investigate, there was no one there. 

The patrons of the Swan Inn were now convinced that the rumors of the haunting were true. 
Some even dared to speculate that the figure they had seen was the ghost of a former patron who 
had met an untimely end within the pub's walls. 

Despite the eerie atmosphere, the group decided to stay and finish their drinks. But as the night 
wore on, the strange sounds continued to haunt them, and the figure in the men's restroom was 
never seen again. The Swan Inn remained a popular spot for travelers, but its ghostly reputation 
continued to grow, adding to the legend of Burnley's haunted places. 


By Donald Jay 


